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From: UCRETTAZ—VCH0021A 

To: AANDRADE—VCH0021A Anthony Andrade 


From 
To 
Subjec| 


Ulrich Crettaz 
: Tony ANDRADE 


Date and time 16.02.93 16:26:20 


Tony, 

As I understand the EPA decision re the "ETS as a Group A Carcinogen" 
classification, it based its decision on 11 US studies, and not on 
the 30 or 31 studies known worldwide. 

My question: What would the result have looked like, if, with the 
same standards and confidence interval (90%) used for the EPA decision 
(based on 11 studies), all the 30 or 31 studies had been considered ? 

I would appreciate receiving your explanation at your earliest con¬ 
venience. 

Kind regards. 


Ulrich 

cc: SCARLSON—VCH0021A Stig Carlson MNAS —VCH0021A Marie-Claire Nas 

GWIRZ —VCH0021A G. Wirz RPANTET —VCH0021A Raymond Pantet 
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Source: https://www.industrydocuments.ucsf.edu/docs/rllxOOOO 


